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potassium permanganate solution used represents 0-00375
gram of uric acid; to the amount of uric acid obtained must be
added 0*001 gram for each 15 c.c. of mother liquor.
Example: The uric acid obtained from 100 c.c.- of a urine
required 20-1 c.c. of the standard potassium permanganate
solution to produce a permanent pink colour; and 20 c.c. of
mother liquor were obtained; then
(20-1 x 0-00375) + (o-ooi x 20/15) = 0-0767 gram
of uric acid in 100 c.c. of the urine.